From: 

Piro, Peter (DPH) 

Sent: 

Friday, October 02, 2009 11:04 AM 

To: 

Nassif, Julianne (DPH) 

Cc: 

Salemi, Charles (DPH) 

Subject: 

Reclassification 

Hi Julie, 



I was wondering what the status was with my proposed reclassification to a Laboratory Supervisor I position? 

Thank you 
Peter 
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